20                METALLIC   OXIDES.
responding to .15 oxygen; the sum of two portions of oxygen = .43,   which have combined with 3 grains of pallad if .43 :4:: 7:50 nearly.    Or 100 metal . bine with 14 oxygen, as determined by zelius.    I find the sulphuret to accord this determination; and by carefully sa tin-g the excess of acid in the nitro-mi of palladium and then finding the quant lime-water necessary to precipitate a c( weight of palladium, as well as the quJ of test muriatic acid necessary to dissol precipitated  oxide, T   am confirmed ii opinion that the atom of   palladium weigh 50 nearly, and  its oxide 57,  ' there is every reason to believe is the oxide.
6, 7, and 8. Oxides of Rhodium, Irio and Osmium.
Nothing certain has yet been deter respecting the oxygenation of these rare metals.
9. Oxides of Copper.
There are two oxides of copper ace to  the results of Proust, Chenevix, lius and others, the proportions of wh